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Lo all whom it may concern: 

Be it known that I, NrcoLa Testa, of Smil- 
jan Lika, border country of Austria-Hungary, 
have invented certain Improvements in Elec- 

5 tric-Are Lamps | 
specification. . 


, of which the following is a 


‘In another application, No. 160,574, filed” 
by me March 30, 1885, I have shown and dle-. 
scribed a lamp having two magnets, in the 


10 main and shunt circuits, respectively, an ar- 
mature-lever, and feed-mechanism connected 

to the armature-lever. | . 

‘ My present invention consists in some modi- 
fications of and improvements upon the de- 
15 vices shown in the application referred to. — 

In my present invention I further provide 
means for automatically withdrawing a lamp 
from the circuit, or cutting out the same, 
when, from a failure of the feed, thearcreaches 

- 20 an abnormal length, and also means for auto- 
matically reinserting such lamp in the circuit 
when the rod drops and the carbons come into 

— contact. — 

My invention will be understood with refer- 

25 ence to the accompanying drawings. 

In the drawings, Figure 1 is an elevation of 
the lamp with the case in section. Fig. 2 isa 
sectional plan at the line # w. Fig. 3 is an 
elevation, partly in section, of the lamp at 

30 right angles to Fig. 1.. Fig. 4 is a sectional 
plan at the line y y of Fig. 1. Fig. 5 is asec- 
tion of the clamp in about full size. Tig. 6 is 

a detached section illustrating the connection 
of the spring to the lever that carries the piv- 

35 ots of the clamp, and Fig. 7 is a diagram 
showing the circuit-connections of the lamp. 

In the drawings, Fig. 1, M represents the 
main and N the shunt magnet, both securely 
fastened to the base A, which, with its side 

40 columns,S 8, is preferably cast in one piece of 
brass or other diamagnetic material. To the 
magnets aresoldered or otherwise fastened the 
brass washers or disks @aaaa. Similar wash- 
ers, 6 6, of fiber or other insulating material, 

45 serve to insulate the wires from the brass 
washers. | 

The magnets M and N are made very flat, 
so that their width exceeds three times their 
thickness, or even more. In this way a com- 

50 paratively small number of convolutions is 
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sufficient to produce the required magnetism, 
besides a greater surface is offered for cooling 
off the wires. . _ | | 
~The upper pole-pieces, mn, of the magnets 
are curved, as indicated in the drawings, Fig. 55 
1, The lower pole-pieces, m’ n’,are brought near 
together, tapering toward the armature g, as 
shown in Figs. 2and 4. The object of this 
taper is to concentrate the greatest amount of 
the developed magnetism upon the armature, 
and also to allow the pull to be exerted always 
upon the middle of the armature g. . This 
armature g is a piece of iron in the shape of a 
hollow cylinder, having on each side a seg- 
ment cut away, the width of which is equal to 
the width of the pole-pieces 2’ n’. | 
- The armature is soldered or otherwise fast- 
ened to the clamp 7, which is formed of a 
brass tube, provided with gripping-jaws ¢ e, 
Hig. 5. These jaws are ares of a circle of the 
diameter of the rod R, and are made of some 
hard metal, preferably of hardened German 
Silver. I also make the guides f f, through 
which the carbon-holding rod R slides, of the 
same material. This has the advantage to re- 75 
duce greatly the wear and corrosion of the 
parts coming in frictional contact with the rod, 
which frequently causestrouble. Thejawsee 
are fastened to the inside of the tube 7, so 
that one is a little lower than the other. The 
object of this is to provide a greater opening 
for the passage of the rod when the same is 
released by the clamp. The clamp r is sup- 
ported on bearings w w, Figs. 1,3and5, which 
are just in the middle between the jawsee. I 
find this disposition to be the best. The bear-. 
ings w w are carried by a lever, t, one end of 
which rests upon an adjustable support, q, of 
the side columns, 8, the other end being con- 
nected by means of the link é’ to the armature- 
lever L. The armature-lever L is a flat piece 
of iron in Z shape, having its ends curved so 
as to correspond to the form of the upper pole- 
pieces of the magnets M and N. It is hung 
upon the pivots v v, Fig. 2, which are in the 
jaw # of the top plate, B. This plate B, with 
the jaw, is preferably cast in one piece and 
screwed to the side columns, S$ §, that extend 
up from the base A. To partly balance the 
overweight of the moving parts a spring, 9’, 100 
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| Figs. 2 and 6, is fasrensd to the top plate, B, 
and hooked to the lever t...The hook ois to- 
ward one side of the lever or bent a little 
Sidewise, as seen In Fig. 6. By this means a 
slight tendency is given to swing the armature | 
toward the pole-piece m’ of the main magnet. 
The binding - posts K K’ are preferably | 
screwed to the base A. A manual switch, for 
short- -circuiting the lamp when the carbons 
are renewed, is also to be fastened to the base. 
This switch is of ordinary character, and is not 
shown in the drawings. 
-  The.rod Ris electrically connected to-the 
lamp-frame by means of a flexible conductor 
or otherwise. The lamp-case receives a re- 
movable ornamental cover, s’, around the same 
to inclose the parts. 
| The electrical connections are as indicated 
| diagrammatically in Fig. 7. 
- 20 £x°‘The wire inthe main magnet consists of two 
parts, #’ and p’. These two parts may be in 
two separated coils or in one single helix, as 
shown in the drawings. The part 2’ being 
-normallyin circuit, 1s, with the fine wire upon 
the shunt-magnet, wound and traversed by the 
current in the same direction, so as to tend to 
produce similar poles, x 7 or 8 s, on the cor- 
responding pole- pieces of the magnets M and 
N. The part p is only in cireuit when the 
lamp is cut out, and then the current being in 
the opposite direction produces in the main 
magnet magnetism of the opposite polarity. 
_ The operation is as follows: At the start the 
carbons are to be in contact, and the current 
35 passes from the positive binding-post K tothe 
lamp-frame, carbon-holder, upper and lower 
‘earbon, insulated return-wire in one of the 
_ side rods, and from there through the part 2’ 
of the wire on the main magnet to the nega- 
tive binding-post. Upon the passage of the 
current the main magnet is energized and at- 
tracts the clamping-armature g, swinging the 
clamp and gripping the rod by means of the 
gripping-jawsee. At the same time the ar- 
mature-lever Lis pulled down and the ear- 
bons separated. In pulling down the arma- 
ture-lever L the main magnet is assisted by 
the shunt-magnet N, the latter being mag- 
netized by magnetic induction from the mag- 
» net M. . 
It will be seen that the armatures L and g 
are practically the keepers for the magnets M 
and N, and owing to this fact both magnets 
with either one of the armatures Land g may 
be considered as one horseshoe-magnet, which 
we might term a ‘‘compound magnet.’’ The 
whole of the soft-iron parts m, m’, g, 1’, n, and 
LL. form a compound magnet. 
The carbons being separated, the fine wire 
60 receives a portion of the current. Now, the 
- magnetic induction from the magnet M is such 
as to produce opposite poles on the corre- 
sponding ends of the magnet N; but the cur- 
rent traversing the helices tends to produce 
similar poles on the corresponding ends of 
both magnets, and therefore as soon as the fine 
wire is traversed by sufficient current the 
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magnetism: of the whole compound magnet is 
diminished. . 

With ure to the ar mature g and the op- 
eration of the lamp, the pole m’ may be termed 
as the ‘‘clamping”’ and the pole n’as the ‘‘re- 
leasing’’ pole. 

As the carbons burn aw ay, the fine wire re: 
ceives more current and the magnetism di- 
minishesin proportion. Thiscausesthearma- _ 
ture-lever L to swing and the armature g to | 
descend gradually under the weight of the 
moving parts until the end p, Fig. 1, strikes 

-a-stop on the top plate, Bb. The adjustment is 

such that when this takes place the rod RB is 
yet gripped securely by the jaws ee. The 
further downward movement of the armature- 
lever being prevented, the arc becomes longer 
as the carbons are consumed, and the com- 
pound magnet is weakened more and more 
until the clamping-armature g releases the 
hold of the gripping-jaws ¢e upon the rod R, 
and the rod is allowed to drop a little, short- 
ening thus the are. The fine wire now re- 
ceiving less carrent, the magnetism increases, 
and the rod is clamped again and slightly 
raised, if necessary. ‘This clamping and re- 
leasing of the rod continues until the carbons 
are consumed. In practice the feed is so sen- 
sitive that for the greatest part of the time the 
movement of the rod cannot be detected with- 
out some actual measurement. During the 
normal operation of the lamp the ar mature- 
lever L remains stationary, or nearly so, in 
the position shown in Fig. 1. 

Should: it arise that, owing to an imperfec- 
tion in the rod, the same and ‘the carbons drop 
too far, So as to make the are too short, or even 
bring the carbons in contact, then a very small 
amount of current passes through the fine wire, 
and the compound magnet becomes sufficient- ° 
ly strong to act as on the start in pulling the 
armature-lever L down and separating the 
carbons to a greater distance. 

It occurs often in practice that the rod sticks | 
in the guides. In this case the arc reaches a 
great length, until it finally breaks. Then the 
light goes out, and frequently the fine wire is 
injured. To prevent such an accident, I pro- 
vide my lamp with an automatic cut-out. 
This cut-out operates as follows: When, upon 
a. failure of the feed, the are reaches a certain 
predetermined length, such an amount of cur- 
rent is diverted through the fine wire that the 
polarity of the compound magnet is reversed. 
Theclamping-armature gis now moved against 
the shunt- “magnet N until it strikes the releas- 
ing-pole n’. As soon as the contact is estab- 
lished, the current passes from the positive 
binding- post over the clamp *, armature g, | 
insulated shunt-magnet, and the helix p upon | 
the main magnet M to the negative binding- 
post. In this case the current passes in the 
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| opposite direction and changes the polarity of 130 


the magnet M, at the same time maintaining 
by magnetic induction in the core of shunt- 
magnet the required magnetism without re- 
versal of polarity, and the armature g remains 
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against the shunt-magnet pole w’. The lamp | 


is thus cut out as long as the carbons are sepa- 
rated. The cut-out may be used in this form 
without any further improvement; but I pre- 
fer to arrange it so that if the rod drops and 
the carbons come in contact the are is started 
again. For this purpose I proportion the re- 
sistance of the part »’ and the number of the 
convolutions of the wire upon the main mag- 
net so that when the carbons come in contact a 


- sufficient amount of current is diverted through 


the carbons and the part 2’ to destroy or neu- 


 tralize the magnetism of the compound mag- 
net. Then the armature g, having a slight 


tS 


20 


25 


tendency to approach to the clamping-pole m’, 
comes out of contact with the releasing. pole x’. 
As soon as this happens, the current through 


the part p’ is interrupted, and the whole cur- 


rent passes through the part x The magnet 
M is now strongly magnetized, the armature 
g is attracted, and the rod clamped. At the 
same time the armature-lever Lis pulled down 
out of its nurmal position and the arc started. 
In this way the lamp cuts itself out automatic- 
ally when the are gets so long, and reinserts 


itself automatically in the cireuit if the car. 
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bons drop together. oe 
It will be seen that the cut-out may be modi- 
fied without departing from ‘the spirit of my 


invention, as long as the shunt-magnet closes" 


a circuit including a wire upon the main mag- 
net and continues to keep the contact closed, 
being magnetized by magnetic induction from 
the main magnet. It is also obvious to say 
that the magnets and armatures may be of any 
desired shape. 

I claim as my invention— , 
1. The combination, in an arc-lamp, of 
main and a shunt magnet, an armature-lever 
to draw the are, a clamp, and an armature to 


act upon the clamp, a clamping-pole and a. 


releasing-pole upon the respective cores, the 
cores, poles, armature-lever, and clamping- 
armature forming a compound electro-magnet, 
substantially as set forth. 


2, The combination, in an electric-are lamp, . 
of a carbon-holder and its rod, a clamp for 


such carbon-holder, a clamping-armature con- 
nected to the clamp, a compound electro-mag- 
net controlling the action of the clamping-ar- 
mature, and electric-circuit connections, sub- 
stantially as set forth, for lessening the mag 
netism of the compound magnet when theare 
between the carbons lengthens and augment- 
ing the magnetism of the same when the are 
is shortened, substantially as described. 

3. The combination, with the carbon-hold- 
ers in an electric lamp, of a clamp around 
the rod of the upper-carbon holder, the clamp- 
ing-armature connected with said clamp, the 
armature-lever and connection from the same 
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to the clamp, the main and shunt magnets, 
and the respective poles of thesame to act upon 
the clamping- armature and armature-lever, 
respectively, substantially as set forth. | 

4, In an electric-arc lamp, a cut-out con- 
sisting of a main magnet, anarmature, and a 
shunt-magnet having an insulated pole-piece, 
and the cut-out eireuit-connections through 
the pole-piece and armature, substantially as 
set forth. | : 

5. In an electric-are lamp, the combination, 
with the carbon-holder and magnets, of the 
armatures Land g, link e’, clamp 7, and lever 
é, and the spring s’, for the purpose set forth. 

6. In an electric-arc lamp, the combination, 
with two upright magnets in the main and 
shunt circuits, respectively, having curved 
pole-pieces on one end and converging pole- 
pieces on the other end, of a flat Z-shaped 


pieces and a clamping-armature between the 
convergent pole-pieces, substantially as de- 
scribed. oe | | 

7. The combination, in an electric-arc lamp, 
of an electro-magnet in the main circuit and 


armature under the influence of the poles of 
the respective magnets, and circuit-connec- 
tions controlled by such armature to cut out 
or Shunt the lamp, substantially as specified, 
whereby the branch circuit is. closed by the 
magnetism of the shunt-magnet, and then kept 
closed by induced magnetism from the main 
magnet, substantially as set forth. 

8. The combination, with the carbon-holder 
and rod and the main and shunt magnets, of 
a feeding-clamp, an armature for the same, 
clamping and releasing poles upon the cores 
of the respective magnets, and circuit-connec- 
tions through the clamping-armature, substan- 
tially as specified, for shunting the current 
when the electric arc between the carbons be- 
comes abnormally long, substantially as set 
forth. | | | 
9. The combination, with the carbon-hold- 
ing rod and a clamp for the same, of an ar- 
mature upon the clamp, a shunt-magnet the 
pole of which acts to release the clamp, and a 
main magnet with a two-part helix, one por- 


tion being in the main circuit and the other 


portion inashunt or cut-out circuit, the clamp- 
ing armature acting to close said cut-out cir- 
cuit when the arc becomes too long and to 
break the shunt-circuit when the carbons come 
together, substantially as set forth. 

Signed by me this lith day of July, A. D. 
1885. | a 8 

NIKOLA TESLA. 
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armature - lever between the curved pole- | 
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